ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 


DATE 


OFFICER 1 
OFFICER 2 


FB-2 

12-30-15 

SGT. R. REYES #117 
S. SEWELL #111 


SUPERVISOR J. SALAZAR 


1200 


1230/12 
40 


1245/13 
05 


1330/13 
40 


1350/14 
05 


1500/15 
30 
1600/16 
10 


1630/16 
40 


ON DUTY; ALL EQUIPMENT ISSUED IN GOOD WORKING 
ORDER. 
ASSIGNED VEHICLE # 2. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING. CHECKED THE PARKING STRUCTURE FOR 
THEFT AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


BACK UP: 1810 CAHUENGA BLVD; 711 STORES. MET WITH 
FB-2 AND ASSISTED WITH THEIR ARREST. SEE FB-6 LOG 
FOR DETAILS. 


BUSINESS CHECK: 6614 HOLLYWOOD BLVD; KRESS 
BUILDING REAR ALLEY. CHECKED THE LOCATION FOR 
TRESPASSING VIOLATIONS DUE TO RECENT CALLS AND 
COMPLAINTS. NO VIOLATIONS OBSERVED. 


RADIO CALL: 1623 IVAR STREET; LIBRARY. COMPLAINTS 
OF A FEMALE TRESPASSER REFUSING TO LEAVE. 
ARRIVED AND MET WITH THE P/R, SECURITY OFFICER 
CLARK. AS WE WERE ENTERING TO CONTACT THE 
SUSPECT, SHE DEPARTED WITHOUT INCIDENT. ADVISED 
THE P/R IN THE EVENT THE SUSPECT RETURNED. 


CODE 7 


BUSINESS CHECK: 6522 HOLLYWOOD BLVD; LACE. 
CHECKED THE REAR OF THE LOCATION FOR 
TRESPASSERS CAMPING IN THE REAR ALLEY. NO 
VIOLATIONS OBSERVED. 


BUSINESS CHECK: 1637 WILCOX AVE; MPI PARKING LOT. 
CHECKED THE LOCATION FOR TRESPASSERS DUE TO 
COMPLAINTS. NO VIOLATIONS OBSERVED. 
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1650/17 
00 


1830/18 
40 


1935/19 
50 


2000/20 
10 


2030 


SUSPECT CONTACT: 1810 CAHUENGA BLVD; 711 STORES. 
CONTACTED A (H) UNIDENTIFIED, BLACK, MALE RE: 602 
P.C.; TRESPASSING. SUSPECT COMPLIED AND DEPARTED. 


BUSINESS CHECK: 1634 ARGYLE; SUNSHINE PARKING. 
CONTACTED VIVIAN WHO ADVISED ALL WAS WELL. 
CONDUCTED CHECK OF PARKING LOT AND NO 
VIOLATIONS OBSERVED. 


BACK UP: 1815 CAHUENGA BLVD; YUCCA MARKET. 
BACKED FB-6 ASSIGNED TO THE CALL OF A TRESPASSER, 
POSSIBLY DRINKING IN FRONT. SEE FB-6 LOG FOR 
DETAILS. 


BUSINESS CHECK: 6801 HOLLYWOOD BLVD; H/H 
PARKING. CHECKED THE PARKING GARAGE FOR THEFT 
AND BURGLARY FROM MOTOR VEHICLES. NO 
VIOLATIONS OBSERVED. 


END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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